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Message Text 

UNCLASSIFIED 

PAGE 01 LAGOS 03674 020152Z 
ACTION AF-08 

INFO OCT-01 ISO-OO EB-08 /017 W 

021126Z 021809/22 

R011448Z APR 77 
FM AMEMBASSY LAGOS 
TO USDOC WASHDC 
INFO AMCONSUL KADUNA 
AMCONSUL IBADAN 
SECSTATE WASHDC 256 

UNCLAS LAGOS 03674 

E. O. 1 1652: NA 
TAGS: BTIO, NI 

SUB J : TENDER: NIGERIAN RAILWAY CORPORATION SUPPLY OF SWITCH 
GEARS, POWER CABLES, AND TRANSFORMERS 

1. 753/01 

2. 040177 

3. R. HARNISH 

4. 753 NIGERIA 

5. Y - STATE CORPORATION 

6A. WRITE TO - 

6B. THE SECRETARY 

6C. NIGERIAN RAILWAY CORPORATION 
EBUTE METTA 
LAGOS, NIGERIA. 

7. - 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LAGOS 03674 020152Z 


8. 05/20/77 12:00 A.M. 

9. 204 9A. FOREIGN GOVERNMENT CORPORATION TENDER 

10. 3613329 000. 51 NOS.30-300A500V (3P&N) CHANGE OVER 
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SWITCHES. 3613113 0000. ONE 7 PANEL 3X60 AMP AND 


2 X 100 AMP FEEDERS, 1 X 200 AMP INCOME AND 1 X 400 AMP 
BUS SECTION. ONE 7 PANEL: 3 X 60 AMP AND 2 X 100 AMP 
FEEDERS 1 X 300 AMP INCOMER AND 1 X 500 AMP BUS SECTION. 

500V (3 P&N) 50 HZ BUSBAR AND CHAMBER. 9 NO. 500 AMP 
BUS SECTION WITH CONNECTION FACILITIES. 6 NO. 300 AMP 
BUS SECTION WITH CONNECTION FACILITIES. 500V (3P&N) 
SWITCHGEARS. 49 NO. 60-300 AMP COMBINATION FUSES 
SWITCHES. 

361220000. 3-PHASE 50 HZ POWER TRANSFORMERS. (TWO 

500 KUA, 415/6.600V, STAR/DELTA TYPE. 

EITHER (ONE 250 KVA, 415/6, 600V, STAR DELTA TYPE,) OR 
(TWO 250 KVA 415/1 1,000 V STAR/DELTA TYPE). 

335780000. 600/1000 V, 4 CORE, PVC INSULATED AND 

SHEATHED ABOUT 10,000 METRES (VARIOUS SIZES). 

66000/1 1000 V, 3 CORE PAPER INSULATED, LEAD SHEATHED, 
ARMOURED CABLE 1500 METRES 70MM 2. 

11. FURTHER TENDER DETAILS OBTAINABLE FROM CHIEF MECHANICAL 
ELECTRICAL ENGINEER, NIGERIAN RAILWAY CORPORATION, 

EBUTE METTA. TENDERS MUST BE SIGNED AND SUBMITTED IN 
SEALED WAXED ENVELOPE. MARKED AT TOP LEFT HAND COVER. 
QUOTE CONFIDENTIAL: - TENDER FOR THE SUPPLY OF SWITCH 
GEARS, POWER CABLES AND TRANSFORMERS UNQUOTE. 

CROSBY 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 01 -Apr-1 977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LAGOS03674 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 14-0483 
Format: TEL 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770499/aaaadiae.tel 

Line Count: 88 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: f37b07ac-c288-dd11-92da-001cc4696bcc 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 12-Jan-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2928703 
Secure: OPEN 
Status: NATIVE 

Subject: TENDER: NIGERIAN RAILWAY CORPORATION SUPPLY OF SWITCH GEARS, POWER CABLES, AND TRANSFORMERS 
TAGS: BTIO, Nl 
To: COM 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/f37b07ac-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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